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SUB J : CCC AND OB EMERGENCY GENERATORS - ALEXANDRIA 

REF: (A) 75 CAIRO 11968 (NOTAL); (B) STATE 5275 (NOTAL); 

(C) DEPT. P.O. 1030-621233, FEB. 13, 1976 

1 . CONGEN ALEXANDRIA HAS TWO NEW EMERGENCY GENERATORS, ONE 
FOR THE BUILDING AND ONE FOR THE COMMUNICATIONS AREA. 
NEITHER IS OPERATIONAL. 

A. THE 80 KW OB GENERATOR WAS DAMAGED IN TRANSIT. 

THIS WAS REPORTED AND SPARE PARTS FOR THIS GENERATOR 
WERE ORDERED UNDER REF (A) FROM SHYROW INTERNATIONAL. INC., 
WASH. D.C. REF (C) ALSO ORDERED THESE PARTS WHICH 
HAVE NOT YET ARRIVED. THIS GENERATOR MUST ALSO BE 
CONNECTED INTO BUILDING ELECTRICAL SYSTEM. PLEASE 
ADVISE DELIVERY STATUS OF REPAIR PARTS. 

B. THE 50 KW CCC GENERATOR WITH REPAIR PARTS 
(REF B) HAS BEEN SUCCESSFULLY TESTED. HOWEVER REMOTE 
ELECTRICAL PANEL AND VOLTAGE REGULATOR HAVE NOT BEEN 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 CAIRO 04615 081333Z 

INSTALLED. 
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2. EMBASSY AND CONGEN UNABLE TO LOCATE LOCAL EXPERTISE TO 
COMPLETE ELECTRICAL INSTALLATION FOR BOTH GENERATORS. REQUEST 
DEPT. (SY OR FBO) ASSISTANCE BY SENDING TDY ELECTRICIAN/ 

MECHANIC TO INSTALL NEW PARTS, MAKE NECESSARY ELECTRICAL 
CONNECTIONS AND TO ASSURE THAT BOTH GENERATORS PROPERLY 
INSTALLED AND FULLY OPERATIONAL. 

3. PLEASE ADVISE. 
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